Cross T P\ 

Trench 

Bank/-: 


section 0.9000 












yruunuifcjvei 























---- 








□ Inn 

rian 

— *- 


— 0.6648 






















































■ — — — 






— — 




■ — — ■ 


■ — — ■ 


■ — — — 























































































































































































1 z snnn 





































































































































































































































































12.5000 




Site: 

Yorkley Court Community 
Farm, Lydney, GL15 4TZ 


Project: Willow bed system 
for greywater filtration. 5 
trenches, willow planted in 
rows between trenches. 
The size can accommodate 
X Liters of grey water / day. 
This allows for app. x 
people on site at any 
one time. 
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